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ERENCH DEL NAS RESERVED REECASE AND REQUESTED US 
INDICATE IE BANDWIDTH FROM 700 HZ TO 14KHZ IS COVERED 
CONTINUALLY BY THE TRANSDUCERS BOTH AT TRANS- 
MISSION AND ON RECEPTION. HE ALSO ASKED WHAT 
POWER IS AVAILABLE TO THE TRANSDUCERS. 
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